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E.O. 1 1652 N/A 
TAGS: BTIO, BEXP, TU 

SUB J : FOREIGN GOVERNMENT TENDER: MAJOR PROJECT/PREQUALIFICATION 
FOR SUPPLY AND ERECTION OF ELECTRICAL EQUIPMENT AND TRANS- 
FORMERS FOR OYMAPINAR HYDROELECTRIC POWER PLANT 


REF: A) 76 ANKARA 5879, B) 75 ANKARA A-64 (PAGE 6) 
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10. 36122XX - 36127XX - 36131XX - 36132XX - 3643061 - 
2643062 - VALUE NOT KNOWN. TURKISH GOVERNMENT AGENCY STATE 
HYDRAULIC WORKS (DSI) HAS INVITED INTERESTED FIRMS TO PRE- 
QUALIFY FOR SUPPLY AND ERECTION OF BELOW-LISTED ITEMS FOR 
OYMAPINAR HYDROELECTRIC POWER PLANT PROJECT UNDER CONSTRUCTION 
ON MANAVGAT RIVER NEAR ANTALYA (SOUTH OF TURKEY). (NOTE: 

SEE REF (A) FOR MAIN CHARACTERISTICS OF THE PROJECT). 
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- SEVEN SINGLE PHASE 100 MVA CAPACITY 
14.4/1 4/4/3 80/V3 KV MAIN TRANSFORMERS; 

- ONE 150 MVA CAPACITY 380/154/15.6 THREE- 
PHASE AUTO TRANSFORMER; 

- ONE 10 MVA CAPACITY 154/33 KV THREE-PHASE 
TRANSFORMER; 

- FIVE AUZILIARY TRANSFORMER OF DIFFERENT 
VOLTAGE AND CAPACITY; 

- ONE 36 MVAR CAPACITY 17,5 KV THREE-PHASE 
SHUNT REACTOR; 

- 380 KV AND 154 KV CIRCUIT-BREAKERS, DIS- 
CONNECTING SWITCHES, LIGHTING ARRESTER, 

CURRENT TRANSFORMERS, POTENTIAL TRANSFORMERS, 

NECESSARY EQUIPMENT FOR SWITCHYARD; 

- 33 KV BOARDS; 

- GENERATOR ISOLATED PHASE BUSES; 

- 380 KV PRESSURE OIL TYPE POWER CABLE; 

- COMPLETE PROTECTION, CONTROL, RECORDING AND TELE- 
METERING EQUIPMENT; 

- STATE SERVICE EQUIPMENT, INCLUDING 14,5 KV BOARDS, 

AC AND DC BOARDS, BATTERIES, RECTIFIERS, TWO DIESEL 
SETS (ONE OF 320 KVA, ONE OF 250 KVA), CABLING, 

LOUDSPEAKER ADDRESS SYSTEM, TIME DISTRIBUTION; 

- WORKSHOP EQUIPMENT; 

- FIRE PROTECTION EQUIPMENT. 
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1 . INTERESTED AMERICAN FIMRS MUST SUBMIT THEIR PRE- 
QUALIFICATION APPLICATIONS TO DSI ALONG WITH INTRODUCTORY 
BROCHURES AND CATALOGS DESCRIBING CAPACITY AND SCOPE OF U.S. 
FIRM. IN ADDITION, IF SIMILAR WORK PERFORMED EARLIER. 
INFORMATION ON LOCATION OF PROJECT, NAME AND ADDRESS OF 
OWNER, DOCUMENTS PROVING ACCEPTANCE OF WORK AND TECHNICAL 
INFORMATION SUCH AS TYPE, CAPACITY AND OTHER CHARACTERISTICS 
OF PROJECTS WILL ALSO BE PROVIDED TO BUYER. PARTIAL PROPOSALS 
WILL NOT BE ACCEPTED. FIRMS MAY PARTICIPATE IN PROJECT AS 
JOINT VENTURE UNDER RESPONSIBILITY OF PILOT FIRM. FOREIGN 
CURRENCY REQUIREMENT FOR PROJECT WILL BE PROVIDED BY BIDDERS. 
DILLON 
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